Welcome to 

THE SHERATON HOTEL 

HIGH POINT, N. C. 

A Pleasant Place to Spend the Week-End. 129 Modern 
Rooms with Bath or Shower from $2.50 (Sinsle). 

“NOTED FOR GOOD FOOD” 

W. G. Malone, Mgr. 
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